Approved For Release ^p^Jg/23 : CIA-RDP62B0Q8A4R0002001 30096-4 


DPD-0133-59 



12 January 1959 


MEMORANDUM FOR: Director of Development It Procurement, DPD-DD/P 

SUBJECT : Location of Production Facilities at Convair, Fort 

Worth, Texas 

REFERENCE : Memorandum for Director of D&P, from Project 

Engineer, dated 11 December 1958, subject "Trip 
Report, Fort Worth, Texas" (DFS-6216) 


Since we have determined that\ ji* n 

a satisfactory location for a GUSTO production facility, I assume you will 
explore this question further on your trip to Fort Worth on 12 January, 1 
will be interested to receive your recommendation at your convenience. 


RICHARD U. BISSELL 


Deputy Director 
(Plans) 
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